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exception, January 
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. November 
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Azbe, Victor J. 
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~— Cement imports pose threat, October .. 
~—How one producer beat a secondary 
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necticut way, Part 3, August - 
PCA’s 10 years of progress in re- 
search, May ... aeewhetee? ‘ 
Supreme Court, Congress rule against 
rock producers, August .. ‘ 
They stood their ground in Louisville, 
Part 2, July , 
-What you should know about the new 
labor law, Part 1, May ... ‘ 
~—What you should know about percent- 
age depletion, February . 
Bellinger, 
Check your machines for safety, Part 
2, November . ‘ 
—How to check electrical hazards, Part 
1, October ..... ..125 
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plant, ’ 
Brandon, J. R. 
Here’s the best way to avoid conveyor 
breakdowns, August 
British Columbia Lightweight Aggregates, 
Ltd., Vancouver, B. C., November ... 
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-Automatic palletizing invades the pack- 
house, November 
Cement production skyrockets in Soviet 
Russia, June 
Cement imports pose threat, October .. 
-Constant-speed kilns pay off, Part 1, 
October 
Did cement producers ask too much in 
percentage depletion? August ‘ 
Forecast for "60, January 
Glass bags, sonic cleaning achieve 
dramatic results, February 
Let’s scrutinize silica, Part 2, 

December ‘ 

Low-alkali cement from high-efficiency 
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Radioactive rays control clinker depth, 
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1959? May 

Will expansion bring prosperity? May 
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Dundee Cement Co., Dundee, Mich. 
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Lehigh’ ~ Miami plant highlights ad- 
vanced theories, Part 1, May : 
Lehigh’s power centers set new trend, 
Part 2, June 
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March . cae 
Phoenix Cement Co., Clarksdale, 
Ariz., 

Cement production skyrockets in Soviet 

Russia, June 

Cement research 
Here's a new approach to portland 
cement, May 

—-Low-alkali cement from high-efficiency 
kilns, January 
= 10 years of progress in research, 


May 
Charmbury, H. B. 
How jigs solve a coal problem, June .. 
Check your machines for safety, Part 2, 
November 
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—Low-alkali cement from high-efficiency 
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Climate and design spur cement plant 
construction, August 
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Controllers swap 
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Conveyors 
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straight up, June 
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Conveyors speed Ohio River lock con- 
struction, October 

Courtney & Plummer, Neenah, Wis., Apri’ 

Crushed stone 
Forecast for ’60, January 
How the West solves crushed rock 
shortage, November jaed 
Steel hoppers flip themselves, 
September 

Crushed stone plants 
Big gyratories lick trap rock prob- 
lems, May 
Deft design, right location pay off for 
Tyrone Rock, August 
Dominican gypsum leaps into world 
spotlight, November > mali 
Dream deposit excites wide-awake 
planning, June . 
Natural gas powers crushed stone 
plant, December 
One new plant is good, two. are ‘better, 
March 
Plan ahead to get big contracts, 
February 
Portables follow the quarry face, 
September 
Profit control includes dust control, 
a - eaxee 

- Sharp-pencil economy develops — spec- 

tacular belt conveyor system, 
January ... 
Shiely girds for market ‘supremacy, 
April , 
Vulean scores with rebuilt plant, 
June nie delat ade duth tae 


Davis-Bacon Act has too much “give,” 
August 
Deft design, right location pay off for Ty- 
rone Rock, August . . . 
Depletion questior stabilized for stone 
producers, October ... 
Depletion wends its rocky road, April 
Derrom, Donald L. 
Constant-speed kilns pay off, Part 1, 
October 
Let’s se rutinize silica, Part 2, 
December ; 
Did cement producers ask too much in 
percentage depletion? August 
Dominican gypsum leaps into world spot- 
light, November .. 
Den't overlook compressor maintenance, 
September . 
Dragon Cement  Co., ee "Northampton, Pa., 
February - 
Dravo Corp., Pittsburgh, Pa., “March 
Dravo's new dredge wins bravoes, March 
Dream seepeeth excites wide-awake eeemanamne 
June F ; 
Dredging 
Dravo'’s new dredge wins bravoes, 
March . 
Dundee Cement Co., Dundee, Mich., May 
Dust control 
Profit control includes dust control, 
July ae dinetehéeenss 


Editor's page 
Are we losing the battle of safety? 
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The big challenge for cement, May 

—Government cracks down on depletion, 

August ae 
Here’s a place for cooperation, June .. 
Low-cost help, March ... 
No accidents by 1975? February 
Safety engineers are indispensable, 
November 
Say it where it counts, December ... 
There's no curb on the vision market, 
January 
The truth about railroad cost- ‘finding, 
April , 
What price progress? July . 
What's your equipment policy? 
September 

“Engineer” your profits, September ....... 
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Flexible plant boasts finger-tip control, 
February 


Fluorspar boosts kiln efficiency, December . 


Fox, Frank W 
How to win in the rock vs. rubber 
battle, February 

From primitive to modern in 50 years, 

Part 1, March 

Fuel 
How fuel economy keys lime kiln auto- 
mation, Part 3, May 


Sample control meeedie fuel economy, 


May 
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Georgia Marble Co., Tate, Ga., September . 89 


Gieskieng, D. H. 
Radioactive rays control clinker 
depth, February 

Glass balls, sonic cleaning achieve dra- 

matic results, February 

G — Canyon Dam spawns Phoenix Cement, 
ay. 

Godfrey, Jr., Kneeland A. 
Big gyratories lick trap rock problems, 
May 
Lightweight aggregates. penetrate 
block market, Part 2, March 
Operation attitude leads to safety 
mark, June 
Plan ahead to get big contracts, 
February 
Portables follow the quar “ry face, 
February , 
Sealper, cyclone solve fines recovery 
problem, January 


Shiely girds for market supremacy, 


April 


Small feeder proves big boost to jig 


efficiency, May 
Soapstone yields to pneumatic mill, 
December aie ait 
Gray, Albert W. 
Aggregate producers are in interstate 
commerce, November a 
-Watch your “nonconforming use”, 
July ih 
Gypsum 
Forecast for ‘60 
Gypsum plants 
—-Bestwall surges into deep South, 
November 


, January 


Gyratory cuts crushing costs in portable 


plants, April 
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Hancock, R. N 
You can cut stripping costs, October 
Hensen, Vern E. 
Flexible plant boasts finger-tip control, 
February : ‘ 
Hauser, Karl 
-Are your screens really efficient? 
August 
Head, Harry E. 
—How to check motor controls, June 
Heavy-media separation 
Dravo's new dredge wins bravoes, 
March 


-Pacesetting plant stresses automation, 


February 


Here's a new approach to portland cement, : 


May : 
Here's a test-tube approach to lime pro- 
duction, October 


Here’s an idea for shaft-kiln ‘charging, 


August 


Here’s how the West solves crushed rock 


shortage, November . 
Here's the best way to avoid conveyor 
breakdowns, August 


Here's the right way to regrind carbide 


bits, April 
Hiltemann, John 


May . 
Hower, John F. 
How to ground quarry equipment, 
Part 3, July 


Lehigh’s power centers set new trend, 


Part 2, June 


Lehigh’s Miami plant highlights ad- 
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vanced theories, Part 1, May 


How fuel economy keys lime kiln automa- 


tion, 
Part 3, May 
How jigs solve a coal problem, June ow 
How one producer beat a secondary boy- 
cott, Part 4, September 


How to bargain as a eroup—the Connecti-_ 


cut way, Part 3, Augu 


How to check deste , RET ‘Part 1, 
stone 


October 
How to check motor controls, June 
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Prescription for economy: build big, 


How to ground quarry equipment, Part 3, 
July 


How to meet the shortage of skilled work- 
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men, February 
How to reduce radiation losses, August .. 
How to win in the rock vs. rubber battle, 
February 
Huron Portland Cement Co., Alpena, Mich., 


Ideal Cement Co., Ada, Okla., January 

Ideal Cement Co., Ada, Okla., March 

Ideal Cement Co. Ltd., Texada Island, 
B.C., Canada, June 


Jenike, Andrews W. 


On the level: This belt conveyor goes 
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straight up, June 
Jig classification 


Small feeder proves big boost to jig 
16 


efficiency, May 
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Keeney, Eugene 
—Davis-Bacon Act has too much “give”, 
August 
Kern Rock Co., Bakersfield, Calif., 
December 
Kiln design 
Low-alkali cement from high-efficiency 
kilns, January - 
Kilns, cement 
—Constant-speed kilns pay off, Part 1, 
October 
Kilns, lime 
From primitive to modern in 50 years, 
Part 1, March 
How fuel economy keys lime kiln auto- 
mation, Part 3, May 
Vertical lime kilns leap into maturity, 
Part 2, April mae 
Koch, Allen 8. 
Soil cement: answer to aggregates 
shortage, August 
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Labor relations 
Basic issue in management-labor con- 
troversies, January ; 
How one producer beat a secondary 
boycott, Part 4, September : 
How to bargain as a group-——the Con- 
necticut way, Part 3, August ‘ 
They stood their ground in Louisville, 
Part 2, July pl dtwenwewecae 
What you should know about the new 
labor law, Part 1, May 

Lehigh’s Miami plant highlights advanced 

theories, Part 1, May .. 

Lehigh’s power centers set new trend, 

Part 2, June 
Lehigh Portland Cement, Miami, Fla., 

July - 
Let's —_- silica, Part 2, “December 
Lewis, Ralph 

Retooled - pays off for Material 
Service, April . ; 
Liberty Stone Co., Sykesville, Md. 
December a 
Lightweight aggregates 
Forecast for '60, January 
Lightweight aggregates penetrate block — 
market, Part 2, March a ouie'e 
Lightweight aggregate plants 
Choice shales fire to premium aggre- 
gates, November ‘ 
Solite didn’t spare the en, 
April ‘ 
Lime 
Forecast for '60, January ere ri 
From primitive to modern in 50 years, 
Part 1, March ‘ 
Here's a_ test-tube approach ‘to lime 
production, October .. ’ 
How fuel economy keys lime kiln auto- 
mation, Part 3, May - ; 
Lime and lime products in “Germany, 
Recky’s Notes, April 
Lime industry probes new ‘markets, 
July : 
Vertical lime kilns leap into maturity, 
Part 2, April 
Lime industry proves new markets, July 
Lime kilns 
Here’s an idea for shaft-kiln charging, 
August ; : 
Lime operators probe fuel economy, 

November 
Little details build efficiency, 

September . 

Lordi, Anthony Cc. 
How to ground quarry equipment, Part 
3, GOP 202 
Lehigh’s Miami plant highlights ad- 
vanced theories, Part 1, May 
Lehigh’s power centers set new trend, 
Part 2, June 

Low-alkali cement from high-efficiency 

kiins, January 
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—tThere is safety in numbers, January 
Magic memory solves raw mix problems, 
April 
Maintenance 
-Automatics lower truck expenses, 
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—Don’t overlook compressor maintenance, 
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September 

—Here’s the best way to avoid conveyor 
breakdowns, August 
Here’s the right way to regrind car- 
bide bits, April 

—How to check motor controls, June 

—How to win in the rock vs. rubber 
battle, February 

—Little details build efficiency, 
September 

Management 

-Aggregate producers are in interstate 
commerce, November ; ba 

—Basic issue in management- -labor con- 
troversies, January 


—Davis-Bacon Act hes too much ‘ ‘give’, ; 
1 


August 

—Did cement producers ask too much 
in percentage depletion? August 
—“‘Engineer” your profits, September 
How to bargain as a group—the Con- 
necticut way, Part 3, August 
How one producer beat a secondary 
boycott, Part 4, September 

—Supreme Court, Congress rule against. 
rock producers, August . 

—They stood their ground in Louisville, 
Part 2, July 

—Tool up for efficiency, September 


—What you should know about the sew 
1 


labor law, Part 1, May 
Markets 
-Lightweight aggregates penetrate block 
market, Part 2, March . ; 
Marquette Cement Mfg. Co., Cartersville, 
Ga., 


Ap 
Materia Service paces "Chicago's growth, 
Ma ys : 
Materials handling 
—Conveyors speed Ohio River lock con- 
struction, October .. 
Retooled railroad pays off for Material 
Service, April ‘ 
-Sharp-pencil economy develops spec- 
tacular belt conveyor systems, January 
Mayling, A. A. 
Here’s a test-tube approach to lime 
production, October 
McClinton Bros., Johnson, Ark., December 
Mesting reports 
-Slag producers face challenging future, 
January i 
Meschter, Elwood 
—Bestwall surges into deep South, 
November 
—Cement capacity booms in Oklahoma, 
December 
Climate and design spur cement plant 
construction, August . 
Deft design, right location pay off for 
Tyrone Rock, August 
Dominican gypsum nen into world 
spotlight, November 


Glen Canyon Dam spawns ‘Phoenix Ce- 
2 1 


rmt, May . 
L.aterial Service paces Chicago's 
growth, March 7 
One man controls two cement plants, 
March . ‘ 
Sharp-pencil economy develops spec- 
tacular belt conveyor system, January 
Tool up for efficiency, September . 
Vulcan scores with rebuilt plant, 
June 
Mineral wool from volcanic ash? June 
Moore, Robert E. 
Fluorspar boosts kiln efficiency, 
December 
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National Agricultural Limestone Institute, 
(see National Limestone Institute), 
March 

National Crushed Limestone Institute, 

(see National Limestone Institute), 
March 
National Crushed Stone Association 
43rd annual convention, January 
Mid-year meeting of the Board of Di- 
rectors, October . 
Producers thread maze of regulations, 
April ... iceen raven ak oro 
National Lime Association 
58th annual convention, July 
Annual meeting, November 
— and lime products in Germany, 
ril eens 

Natlenal Limestone Institute, Inc. 

—NLI continues fight for conservation 
and roads, March ... 
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~-Controllers swap aes in workshop 
conference, Oc 
~-Here’s what you "1 hear at the con- 
vention, February 
National Sand & Gravel Association 
—Board reviews status under federal 
actions, December 
—Controllers swap ideas in workshop 
conference, October ‘ 
—Depletion wends its rocky road, April 
—44th annual convention, January 
~—Here’s what you'll hear at the con- 
vention, February 
National Slag Arseciation 
—Slag producers face challenging future, 
January 
Natural a powers crushed stone plant, 


Decem 
New sieve cutand fine Seene range, 
+ mar ng a 
Nikander, Bo 
—Cement production muneiete in 
Soviet Russia, June ... 
North, Oliver S. 
—Vermiculite sparkles in modern 
dustry, October 
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Ohio Gravei Co., Cincinnati, Ohio, solves 
nes recovery problem, January . ‘ 
Oklahoma Cement Co., Pryor, December . 
One man controls two cement plants, 
March 
One new plant is good, 
March 
On the level: This belt conveyor goes 
straight up, June 1 
— attitude leads to safety mark, 
une 


Pacesetting plant stresses automation, 
HMS, February 
Patents on nonmetallic minerals, review 
of recent U. S. 
—January 
—February 
—March 
—April . 
—May 
—June 
—July 
—August . 
—September 
—-November 
-~December 
Patterson, Jack 
— _ plant is good, two are better, 
Patterson Quarries, Inc., Rochester, 
Minn., March 
Percentage depletion, February 
Permanente Cement Co., Bellingham. 
Wash., July 
— Cement Co., Clarksdale, Ariz., 
Plan "phead to get big contracts, February . 
Pollution control 
—Sealper, cyclone solve fines recovery 
problem, January - 
Portable plant keys expansion, November .. 
Portable plants 
—Gyratory cuts crushing costs in 
portables, April 
—Plan — to get big contracts, 
Februa 
. _Portable plant keys expansion, 
November 
—Teichert teams capacity and mobility, 
October 


Portland . ae Association 
—— years of progress in research, 
ay 
Prescription for economy: Build big, May 
Problem: tough market; Solution: build 
a new plant, July 
Producers thread maze of regulations, 


NCSA convention, April 
Profit control includes dust control, July .. 
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Quicklime now comes in boxes, December .. 


R 
Radioactive rays control clinker depth, 
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Research 
—Here’s a test-tube approach to lime 
production, October 
—PCA’s 10 years of progress in re- 
search, May 
Retooled railroad pays off for Material 
Service, April 
Richardson Brothers Sand & Gravel, Los 
Banos, Calif., November 
Riverside Cement Co., Crestmore, Calif., 
November 
Riverside Cement Co., Oro Grande, 
Calif., April 
Rocky's. Notes 
—Basic issue in management-labor con- 
troversies, January 
—The Chemistry & Physics of the Earth, 
November 
—Colloid chemistry can do more for 
cement and concrete, September 
—Highway lore complete in one volume, 
August 
—Interlocking the sciences of materials, 
October 
—Lime and lime products in Germany, 
Apri 
—Petrologist discusses concrete, May ... 
—Real progress in silica, silicon 
chemistry, July 
—Sand producer compelled to re- 
establish competitor, February 
—Soil, grass and cancer, June 
—Structural chemistry of minerals, 
March 
—Success story told with candor, 
December 
Rotary kilns 
—How to reduce radiation losses, 


Safety 
—Cheek your machines for safety, Part 
2, Novem 
—How to check electrical hazards, 
Part 1, October 
—No accidents by 19757? February 
fae enets leads to safety 
mark, 
ROCK PRODUCTS safety awards, 
November 
--There is safety in numbers, February . 
Sal y Yeso, Barahone, Dominican Republic, 
ovember 
Sample control sparks fuel economy, May . 
Sand and gravel 
—Forecast for 60, January 
Sand and gravel plants 
—Channel Rock Co. uses one button 
pusher to make varied products, 
February 
—Flexible plant boasts finger-tip control, 
ebruary 
—How jigs solve a coal problem, June .. 
—Material Service paces Chicago's 
growth, March 
—-Portable plant keys expansion, 
November 
—Pacesetting plant stresses automation, 
HMS, February 
—Problem: tough market—Solution : 
build a new plant, July 
—Retooled railroad pays off for Ma- 
terial Service, April 
— Small feeder proves big boost to jig 
efficiency, May 
—Scalper, pm solve fines recovery 
problem, January 
—Teichert teams capacity and mobility, 
October 
—Traffic control steps up shipping 
efficiency, Decem 
—Union Rock brackets its market, 
August 
Scalper, — solve fines recovery pro- 
gram, Janua 
Schildberg Copsteustion Co., E. F. 
Greenfield, Iowa, February 


—Check your machines for safety, Part , 


2, November 
—How to check electrical hazards, 
tober 


—New sieve extends fine screening 
range, September 
Screening 
—New sieve extends fine screening 
range, September 
Sereens 
“Tan your screens really efficient? 
Sharp-pencil economy develops spectacular 
belt conveyor system, January 
Shiely girds for market supremacy, 


Shiely Co., J. L., St. Paul, Minn., April ... 91 
face challengin 


ae 1 g future, 
Small “feeder proves big boost to jig 
efi Os 


Smellie, D. 


—Sample _ sparks fuel economy, 9 


May 
Soapstone yields to pneumatic mill, 


ROCK PRODUCTS, December, 1960 


Soil cement: Answer to aggregates short- 
age, August 13 
Solite didn’t spare the spadework, April ... 
Seuthern ey Aggregate Corp., 
Richmond, Va., ril 
Southern Pacific Milling Co., El Rio, 
Calif., ruary 
Southwestern _—— Cement Co., 
Odessa, Tex., August 
Springfield Gund" & ‘& Gravel Ce., Spring- 
field, IlL., July 
— Materials Corp., Chilo, Ohio, 
tol 


Oc 
Steel hoppers flip t 
Stephenson, A. _ 
—Here’s a new approach to portland 
cement, May 161 
Stevens, Dr. Robley D. 
—How to meet the shortage of skilled 
workmen, February 
Supreme Court, Congress rule against 
rock producers, August 





T 


Teichert & Son, Inc., A. Sacramento, 
Calif., October 
Tesch, T. An. 
—Here’s an idea for shaft-kiln charging, 
129 


—Here’s how the West solves crushed 
rock shortage, November 
Timken Roller Bearing Co., Canton, Ohio, 
December 
Torgerson, Ralph 8. 
—Bottleneck surgery rejuvenates cement 
plant, July 
—Choice shales fire to premium 
aggregates, November 
—Dream deposit excites wide-awake 
planning, June 
—Pacesetting plant stresses automation, 
HMS, February 
They stood their ground in Louisville, 
Part 2, July 
Tool up for efficiency, September 
Trade associations and suppliers see 
cautious prosperity, January . 
Traffic control steps up shipping 
efficiency, December 
Trucks 
—Automaties lower truck expenses, 
November 
Tyrone Rock Products dees Yatesville, 
Ga., August 


Union Rock & Materials, moe, Ariz., 
August 


Vv 


Vermiculite sparkles in modern industry, 
Octobe: 


—Mineral wool from wsieaate ash? June 110 
Valean Materials Co., McCook, IIl., 
—Vulean scores with ee plant, June 85 


Ww 
Wadia, D. A. 

—How to reduce radiation losses, Aseust 124 
Watch > & “nonconf use,” July ...100 
Weeks, LeRoy W. 

we Ds memory solves raw mix prob- 

lems, April 
Wenke Quarry, Toledo, lowa, September ... 
West Des Moines Sand & Gravel Co., West 

Des Moines, hee, May 

es about cement imports during 19597 


whee you should know about percentage 
depletion, February 
a —= _—— ecw about the new labor 
w 1 
will expansion bring prosperity? May .... 
Wright, C. E. 
——— “didn’t spare the spadework, 


You can cut stripping costs, October 
Ziemke, Paul C. 
—Don’t overlook compressor maintenance, 
Septe aq 4 130 
Zimmerman 
—Here’s A right way to regrind car- 
bide bits, April 14 


ing 
“—— your “nonconforming use,” 
uly 
Zonolite Co., Enoree, S. C., October 





¢ 








